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Message Text 

CONFIDENTIAL 

PAGE 01 ABIDJA 04203 290418Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO /016W 

105544 300002Z/70 

R 281600Z APR 78 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 8537 
INFO AMEMBASSY NAIROBI 

CONFIDENTIAL ABIDJAN 4203 

FOR: DEPT FOR A/SY/OPS/T; NAIROBI FOR OIC/RTC 
FORM TSO STEVENS 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: FUNGUS GROWTH IN PARENT ROOM 

1 . TSO JUST RETURNED FROM FREETOWN WHERE HE NOTICED 
THAT THE ONE-MONTH OLD ACR INSTALLATION HAD ALREADY 
BEGUN TO MILDEW QUITE BADLY. 

2. THE PROBLEM IS PROBABLY SOLVED. SINCE THE 
BUILDING S CENTRAL A/C HAS BEEN RE-DIRECTED INTO 
THE PARENT ROOM. 

3. QUESTION IS: WHAT DO WE DO FOR OUR FUTURE 
INSTALLATIONS WHERE THE PARENT ROOM IS NOT AIR 
CONDITIONED? WE HAVE SEVERAL INSTALLATIONS COMING 
UP AND NEED TO ADDRESS THE PROBLEM NOW. 

4. HAVE DEHUMIDIFIERS BEEN USED SUCCESSFULLY? 

COOKE 

CONFIDENTIAL 
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